Protest March 


To 
City Hall 


One injustice after another 


e The largest garbage incinerator 

e Ironbound Stadium field closed for 3 years 
e Dioxin never cleaned up 

@ Ironbound Bathhouse never replaced 


e@ World’s largest sludge incinerator planned for | 


Tronbound 


Wed. June 19th 7:00 PM 


Meet at St. Stephan’s Church at 7:00pm, 
March up Ferry St. to City Hall, or 
Come directly to City Council meeting 8:00 PM. 


